From "America's Munitions"
THE ELECTRIC CURRENT PASSING THROUGH SALT WATER IN THESE CELLS DECOMPOSES THE SALT INTO CAUSTIC SODA
AND CHLORINE GAS
There were eight rooms like this in the Edgewood plant,  capable of producing 200,000 pounds of chlorine a day